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LIMITED OFFICIAL USE STATE 165646 

E.O. 11652: N/A 
TAGS: ETRD, UK 

SUBJECT: ANTIDUMPING PROCEEDINGS - WATER CIRCULATING 
PUMPS FROM THE U.K. 

REF: STATE 132882 

1 . TREASURY WILL PUBLISH IN FEDERAL REGISTER OF JULY 7, 

1976 NOTICE OF FORMAL FINDING OF DUMPING ON WATER CIRCU- 
LATING PUMPS IMPORTED FROM THE UNITED KINGDOM. 

2. SPECIAL DUMPING DUTIES WILL BE ASSESSED ON SUBJECT 
MERCHANDISE IMPORTED AT LESS THAN FAIR VALUE AFTER 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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NOVEMBER 26, 1975, WHEN CUSTOMS APPRAISEMENT WAS WITHHELD. 
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ASSESSMENT WILL BE ON CASE BY CASE BASIS AND IMPORTS AT 
FAIR VALUE WILL NOT BE SUBJECT TO DUMPING DUTIES. 

3. BRITISH EMBASSY AND EC DEL WILL BE INFORMED AFTERNOON 
JULY 2. PRESS RELEASE WILL BE ISSUED JULY 6. KISSINGER 

LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: IMPORTS, ANTIDUMPING LAW (TRADE), WATER PIPELINES, ANTIDUMPING DUTIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 65646 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MCJONES:MH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760258-1013 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9760791 /aaaadctm. tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 STATE 132882 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 APR 2004 by BoyleJA>; APPROVED <06 APR 2004 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ANTIDUMPING PROCEEDINGS - WATER CIRCULATING PUMPS FROM THE U.K. 

TAGS: ETRD, UK, US 
To: LONDON 
Type: TE 
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